From: Madeline Rivera 

Sent: Thursday, August 02, 2012 9:39 AM 

To: bcadden@neccrx.com 

CC: rronzio@medicalsalesmgmt.com 

Subject: RE: Q-2 report 


Hi Barry, 


The report was not attached to the email 


Regards 

Madeline 


From: Barry Cadden 

Sent: Thursday, August 02, 2012 9:30 AM 
To: Madeline Rivera 
Cc: Robert Ronzio 
Subject: Fwd: Q-2 report 

Here's the updated q2 report. We need to replace all that were sent with a note about typo on page 6. Just wanted u 
to have this, Ron and I will help with letter this afternoon 


Sent from my iPhone 
Begin forwarded message: 

From: Barry Cadden < bcadden@neccrx.com > 

Date: August 2, 2012 8:47:01 AM EDT 

To: Todd DeAngelis < tdeangelisffimedicajsajesmgmt.com > 

Subject: Re: Q-2 report 

Looks good thanks 
Sent from my iPhone 

On Aug 1, 2012, at 4:51 PM, "Todd DeAngelis" < tdeangelis@medicalsajesm8mt.com > wrote: 

i think l figured out what the issue 'was, I made the changes 1 believe you wanted. Let me 
know if this is correct or if you need additional changes, 

Todd 

Todd DeAngelis 
Vice-President of Marketing 
Medical Sales Management 
(Amerfdmre & NECC) 

Office Phone * (508) 656-2638 
CeH Phone - (508) 454-0235 
Fax: (508) 820-9401 
tdeangeiis@medicals3lesmgmt.eom 
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From: Barry Cadden 

Sent: Wednesday, August 01, 2012 2:36 PM 
To: Todd DeAngelis 
Subject: FW: Q-2 report 

FYL/ i have not heard back from Inna and I need to take care of this typo 

asap can you take care of this???? 


From: Barry Cadden 

Sent: Wednesday, August 01, 2012 9:47 AM 
To: Inna Svirskiy 
Subject: Q-2 report 

I just noticed a significant mistake on the Q-2 report that needs to be changed today so 
that we can replace all that have been sent. Can someone else in -house access this and 
update. 

P6 ..Clean Room Surface Excursion rate you entered 0.48% and it is 0% 

There are two Clean room surface graphes....one for actual room surface=floors/walls...etc 
+ the other is for "hood surface"! I... you wrote same # for both 


<NECC QA Q2 Report 2012. pdf> 
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